Bid No. 13-43 


Windows Installation/Arlington High School 


General Bids 




Bidders 

Bid Price 





Glass & Mirror 

$10,978.28 

Eaglepoint Builders, Inc. 

$11,800.00 

Arlmont Glass, Inc. 

$13,289.22 

Kneeland Construction Corp. 

$14,400.00 

G.V.W., Inc. 

$17,435.00 

Quality Renovations 

$19,000.00 

Kapiloffs Glass, Inc. 

$25,718.00 






